Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 

PAGE 01 BRAZZA 00219 161000Z 
ACTION COME-OO 

INFO OCT-01 AF-10 ISO-OO EB-08 DRC-01 /020 W 

004669 161016Z /23/50 

R 071100Z MAR 78 
FM AMEMBASSY BRAZZAVILLE 
TO SECSTATE WASHDC 0262 

UNCLAS BRAZZAVILLE 0219 
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TAGS: PINT, EGEN, BBAK, CF, US 
SUBJECT: TRADE INQUIRY 


Message Text 


1 . BIOPTICS LABORATORIES, 1405 WEST 820 NORTH, PROVO, UTAH, HAS 
ADDRESSED A SALES OFFER DIRECTLY TO CONGOLESE PRESIDENT YHOMBY- 
OPANGO FOR A BIOPTIC APPARATUS WHICH REPORTEDLY CAN PHOTOGRAPH 
THE HUMAN BODY, DIAGNOSE ILLNESS FROM THE PHOTOGRAPHIC RESULT, 
AND PRESCRIBE TREATMENT. THE OFFERING LETTER STATED THAT THE 
APPARATUS WAS ILLEGAL IN THE U.S. 

2. MINISTRY OF HEALTH, AT PRESIDENT'S REQUEST, HAS ASKED EMBASSY 

TO ASSIST IT TO OBTAIN ALL DOCUMENTATION PERTINENT TO THE APPARATUS 
AND ITS WORKINGS, AND TO DETERMINE WHAT MEANS OF FINANCING WOULD 
BE REQUIRED TO EFFECT DELIVERY TO AND INSTALLATION IN CONGO. 

3. REQUEST DEPARTMENT ASSISTANCE TO OBTAIN ABOVE INFO AS WELL AS 
INFO ON FIRM. DIRECTOR OF BIOPTICS LABORATORIES LISTED AS WINSTON 
F. JEPSON. BAILEY 

UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, PROPOSALS (BID), BUSINESS REPUTATION 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 07 mar 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BRAZZA00219 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 16-1329 
Format: TEL 
From: BRAZZAVILLE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978031 00/aaaadgfp.tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: cb0081b7-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3099909 
Secure: OPEN 
Status: NATIVE 
Subject: TRADE INQUIRY 

TAGS: PINT, EGEN, BBAK, CF, US, BIOPTICS LABORATORIES 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/cb0081b7-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



